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REPORT OF "TAR" AND NICOTINE CONTENT OF 
THE SMOKE OF 135 VARIETIES OF CIGARETTES 
September 1975 


The Federal Trade Commission's Laboratory has determined the 
"tar" (dry particulate matter) and total alkaloid (reported as 
nicotine) content of 135 varieties of cigarettes. The laboratory 
utilized the Cambridge filter method with the following 
specifications as set forth in the Commission's announcement of 
July 31, 1967: 

1. Smoke cigarettes to a 23 mm. butt length, or to the 
length of the filter and overwrap plus 3 mm. if in 
excess of 23 mm. 

2. Base results on a teat of 100 cigarettes per brand, 
or type. 

3* Cigarettes to be tested will be selected on a random 
basis, aa opposed to "weight selection". 

A. Determine particulate matter on a "dry" basis 

employing the gas chromatography method published 
. by C. H. Sloan and B. J. Sublett in Tobacco Science 
9, page 70, 1965, aa modified by F. J. Schultz' and 
A. W. Spears' report published in Tobacco Vol. 162, 

No. 24, page 32, dated June 17, 1966, to determine 
the moisture content. 

5.- Determine and report the "tar" content after sub¬ 
tracting moisture and alkaloids (as nicotine) from 
particulate matter. 

Concerning the 135 varieties tested, 22 were capable of being 
smoked to 23 mm. The butt length of the other 113 varieties tested 
ranged from 23 mm. to an average of between 36.5 and 40.0. The 
butt lengths of 68 of the 135 varieties tested exceeded 30 mm. 

The samples used were obtained by attempting to purchase two 
packages of each variety of cigarettes from March to May 1975 in 
each of 50 geographic locations throughout the country, . All 
varieties of cigarettes were not available in each of the 50 
geographic locations and in these instances, one or more additional 
packages of cigarettes were purchased in those geographic locations 
where respective varieties were available. The samples utilized in 
the tests were representative of the 135 varieties of cigarettes as 
available throughout the country at the time of purchase. 
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In the Table listing the cigarette varieties in, alphabetical 
order the "tar" content ia reported to the nearest 1/10 milligram 
and the nicotine to the neareat 1/100 milligram, each with appro¬ 
priate statistical values. The average weight is reported in 
grama per cigarette and the butt length range to the nearest 1/10 
millimeter. In all other tables the average weight and butt 
length columns and the figures representing the standard deviation 
of the mean have been eliminated; the "tar"- figures have been 
rounded off to whole numbers and nicotine figures to tenths of 
milligrams. Two tables respectively list varieties in increasing 
order of "tar" values and in increasing order of nicotine values, 
and other two lists tabulate the current and four previous tests. 
Accordingly, "tar" and nicotine figures in these tables and lists 
represent rounded off averages without indication of their 
precision. 
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t t 

"T»r" and Nicotine Content of Onc-hundred thirty-five (135) VarlctUa of Domcttle CglatrtUt 


September 1975 


BRAND 

ttpe' 


AVERAGE WEIGHT* 

BUTT LENGTH 1 2 3 4 5 

PUB— 

NICOTINE 3 * 

Alpine 

r. K, SP 

05 st n 

0.9910 

29.5 - 31.5 cm 

14.2 t 0.3 

0.86 2 0.02 

Pelalr 

F, M, SP 

85 ran 

0.9843 

27.7 - 30.7 tan 

15,3 ± 0.4 

1.06 ± 0.02 

Eclair 

F, M, SP 

100 mm 

1.1346 

33-3 - 35.3 nm 

: 17.4 ± 0.4 

1.21 ± 0.03 

Btnaon & Hedge* 

r, hp 

70 mm 

0.8679 

26.5 - 27-5 irm 

9.3 ± 0.4 

0.55 ± 0.02 

Bcnaon 6 Hedge* 

F, HP 

85 tnm 

1,0295 

32.0 - 34.5 mm 

16.0 £ 0.3 

1*08 ± 0.03 

Benton & Hedge* 100'a 

r, sp 

100 jo* 

1*1140 

33.5 ~ 36*5 inn 

1 17,8 ± 0,3 

1*10 i 0.02 

Section 4 Hedge* 100* a 

F t M, SP 

100 rrra 

1.1012 

36.5 - 36.0 Bis 

; 17.5 ± 0.3 

1.08 ± 0.02 

Bull Durham 

F, SP 

85 frw 

1.2083 

26.0 - 28.0 mu 

29.3 ± 0.6 

1.88 £ 0.03 

Camel 

NF, SP 

70 rrra 

0.8957 

23 mu 

23.4 £ 0.5 

1.57 ± 0.04 

Camel FIIter* 

r, sp 

85 iw* 

0.9931 

27.5 - 29.5 to 

19.0 ± 0.4 

1.28 1 0.02 

Carlton 70* a^ 

F, SP 

70 mm 

0.8356 

32.5 - 34.5 to 

. l.B £ 0.2 

0.15 t 0.02 

Carlton 

F, SP 

85 trm 

1.0405 

32.5 - 34.7 to 

i 4.3 ± 0.2 

0.34 ± 0,02 

Carlton 

F, H, SP 

85 imi 

1.0233 

32.5 - 34.3 m* 

3,8 ± 0.2 

0.30 ± 0.02 

Chepterfield 

NF, SP 

70 ran 

0.8776 

23 ™ 

24.4 ± 0.5 

1.41 + 0.03 

Chesterfield 

NF, SP 

85 nn 

1.0518 

23 tnm 

28.3 ± 0.5 

1.64 t 0.03 

Chotvr field 

F, S? 

85 FOR 

0.9363 

26.0 - 28,0 nm 

18.5 ± 0.4 

i-ie i o.03 

CheatcrfJeld 

F, M, SP 

85 b«» 

0,9931 

26.0 - 27.5 rm 

19-4 £ 0.5 

1.27 + 0.05 

Chesterfield 

F, SP 

101 m 

1.1169 

32-5 - 34.5 ms 

19.3 ± 0.5 

1.31 ± 0.04 

Domino 

NF, SP 

85 ran ■ 

1.2510 

23 mu 

28.6 t 0.8 

1.37 ± 0.03 

Domino 

r, sp 

85 ran 

1.1460 

26t7 - 27.7 to 

24-0 ± 0-5 

1.25 ± 0,04 

Dor at 

F, SP 

85 BTB 

1.1362 

32.5 - 34.0 mm 

14.1 ± 0.2 

0.98 ± 0.02 

Doral 

F, M, SP 

85 im 

1.1397 

32.5 - 33.5 irm 

13.1 £ 0.3 

; 0,96 ± 0.03 

DuHaurler 

T, HP 

85 BIB 

1.0303 

28.0 . 29.5 to 

15.5 ± 0.3 

i 1.03 ± 0.03 

Engllah Oval* 

NF, HP 

70 w t 

0.9327 

23 to 

22.4 £ 0.3 

, 1.S9 ± 0.03 

English Ovala 

NF, HP 

85 me 

1.1575 

23 rms 

29-2 ± 0-6 

2-33 t 0,05 

Ev* 

F, S? 

100 na 

1.0957 

32.5 - 34.5 cm 

18.6 ± 0,3 

} 1*24 ± 0-02 

Ev« 

F, M, SP 

100 nr* 

1.0801 

32.0 - 34.0 ran 

18.2 ± 0.3 

1.20 ± 0.02 

Fatima 

NF, SP 

85 mas 

1.0622 

23 nm 

28.1 £ 0.9 

1.64 ± 0.06 

Galaxy 

F, 5? 

85 mra 

1.0739 

25.5 - 30.0 to 

14.9 t 0.Z 

0.97 ± 0.02 

Half 6 Half 

F, SP' 

65 ran 

1.1739 

25.5 - 27.8 m 

25.1 ± 0,4 

1.86 i 0.03 

Harbart Tareyton 

NF, SP 

85 cm 

1.1488 

23 rrtn 

29-3 ±0.7 

1.81 ± 0.04 

Home Hun 

NF, SP 

70 nra 

0.8745 

23 mn 

19.9 ± 0.4 

1.53 1 0.02 

Iceberg 100'a 

F, M, SP 

100 mm 

1.3014 

36,5 - 40.0 trrt 

B.8 ± 0.3 

0.64 ± 0.03 

Kent 

F, HP 

80 mm 

0.9223 

26.0 - 27.5 mu 

15-3 ± 0-3 

0*92 ± 0.02 

X ent 

F, SP 

85 mrt 

0.9931 

27.0 - 29.7 rrra 

16.4 ± 0.4 

1-02 ± 0.02 

Kent 

F, SP 

100 

1.0960 

32.7 - 35.S ra 

17.9 ± 0.3 

1.14 £ 0.03 

Kent . 

F, M, SP 

100 ret* 

1.0893 

33.0 - 35.5 am 

16,9 ± 0-3 

1.09 ± 0.02 

Kins Sano 

F, 5? 

85 nn 

1.1410 

27-0 - 29.3 cm 

7-2 + 0.3 

0.32 £ 0.02 

King Sano 

r, m, sp 

05 rm 

1.1375 

27.5 - 29.5 to 

7.0 ± 0.3 

0.29 i 0.01 

Xool 

NF, M, SP 

70 mra 

0.9114 

23 mn 

19.7 ± 0.6 

1.20 ± 0.03 

Koal 

F, M, HP 

80 irm 

0.9547 

25.0 - 27.5 to 

16.9 t. 0.6 

1-26 ± 0.03 

Kool 

F, H, SP 

85 ran 

0-97B7 

28.0 — 30.5 ran i 

16.5 ± 0,3 

1.25 ± 0.03 

Kool HIId* 

F, M, SP 

85 mra 

0.9788 

32.0 - 34-0 mn ; 

12.6 ± 0*3 

0.73 ± 0.02 

Kool 

F, M, SP 

100 MS 

1.1383 

34.5 - 36.5 nm i 

17.5 ± 0.2 

1-21 ± 0.02 

UM 

F, HP 

80 m 

0.8911 

26.0 - 27.5 to 

16.9 i 0.2 

1.09 ± 0.02 

l & M 

F, SP 

85 mra 

6.9467 

24.0 - 28.7 m 

18.6 ± 0-3 

1.18 ± 0.02 

L (. H 

F, SP 

100 rm 

1-1213 

32.5 - 34.0 TO 

19.5 ± 0.3 

1.30 ± 0.02 

UH 

F, M, SP 

100 nm 

1.1124 

32.5 - 34.5 ira 

19.9 ± 0.3 

1.29 i 0,03 

l*ark 

F, SP 

85 Bin 

1.0990 

27.5 - 29.5 am 

18.5 ± 0.4 

1.21 ± 0*03 

bark 

F, SP 

100 ram 

1.2158 

29.0 - 32.0 to 

19-4 ± 0-3 

1.27 ± 0.02 

Lucky Strife, 

NF, SP 

70 rm 

0.9199 

23 ran 

27.2 ± 0.8 

1.57 i 0.04 

Lucky Ten 

F, SP 

85 mra 

1.2353 

32*5 - 34*5 ran 

9.7 ± 0.2 

0.65 1 0.02 

Lucky 100»a 

T, SP 

100 faa 

1.3242 

36.5 - 38.5 nm 

10-0 ± 0.2 

0.74 ± 0.02 

Mapleton 

NF, SP 

70 sn 

1.0168 

23 ran 

28.7 ± 0.5 

J.25 ± 0.03 

Mapleton 

r, sp 

85 m 

1.1441 

27.5 - 29.0 «b 

22.9 ± 0.4 

0.90 ± 0*02 

Marlboro 

r, kp 

80 ran 

0.9470 

25.5 - 27.5 ran 

17-6 ± 0.3 

1.05 ± 0.01 

Marlboro 

F, H, HP 

80 ma 

0.9414 

25 1 5 -* 26,7 ran 

15-1 ± 0.4 

0-88 £ 0.02 

Marlboro 

F, SP 

85 nm 

1.0037 

27.5 - 28.7 to 

17.6 ± 0.3 

1.07 t 0.02 

Marl boro 

F, M, SP 

85 rm 

0.9883 

28.2 - 31.5 m* 

14.6 ± 0.3 

0.90 ± 0.02 

Marlboro 

F, HP 

100 nm 

1.0973 

33.0 - 34.5 am 

17.4 t 0.3 

l.U t 0.02. 

Marlboro 

F, SP 

100 ran 

1.1295 

33.7 - 35.0 TO 

17.0 t 0.4 

1.06 t 0.02 

Marlboro Light* 

F, SP 

85 rrra 

1.1067 

32-7 - 34.0 mn 

13.0 ± 0*3 

0-82 £ 0.02 

Marlboro Lighta 

F, M, SP 

85 .am 

0,9994 

32.5 - 33.9 rm 

12.8 ± 0.2 

0.75 ± 0.03 

Mlyako 

r, sp 

85 nm 

0,6646 

27.0 - 28.5 to 

14.4 £. 0.3 

0.90 ± 0.01 

Montclair 

r. m. sp 

85 hj« 

S 1.0312 

26.8 - 28,0 to 

18.3 £ 0-2 

1.31 ± 0-03 

More 

F, SP 

120 rm 

1.0744 

36,6 - 37*3 mm 

21,0 ± 1.0 

1.4B t 0.05 

More 

F, M, SP 

120 rm 

1.0819 

36.4 - 37.6 ran 

21.1 i 1.3 

U56 £ 0,0b 


1 F-f liter; NF-hon-fliter; P-menthoL; HP-hard pack; $P-*oft pack; tnm-mill tmeter 

2 average weight reported In grama 

3 range used for butt length because of variance of overwrap 

4 TFM dry (ter) - milligram* total particulate Matter Teas nicotine and water 

5 milligram* total alkalolda reported M nicotine 

b limited availability baaed on reduced aanpling from Washington, D r C. and baitlmorr, 
* tolerance ahown la two (2) atandord deviation of the mean 
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"Tar M * and Nicotine 5 


Content of One-hundred thirty-five (135) Varlttlea of Domestic Cigarettes 


September 1975 


BRAND 

TYPE 1 


2 

AVERAGE WEIGHT 

SUTT LENGTH 3 

TPM dry* * 

NICOTINE 5 * 

Hultifliter 

F, SP 

B5 mm 

1.1570 

32.7 - 34.0 cm 

11,8 ± 0*3 

0.81 £ 0.02 

Multifilter 

r, M, sp 

85 ms 

1.1361 

32.5 - 33.5 to 

9*9 ± 0.3 

0.6B £ 0.02 

Newport 

F, H, HP 

80 nrn 

0.9288 

24.0 - 27.0 rm 

16.8 ± 0.3 

1*13 t 0.02 

Newport 

F, M, SP 

85 rta 

0.9699 

26.7 - 28.0 to 

17.6 ± 0.4 

1.22 £ 0.02 

Newport 

F, M, SP 

103 rrm 

1.0891 

33*5 - 35.5 mn 

18.9 ± 0*5 

1.34 ± 0.03 

Oasis 

f, R» SP 

85 cm 

0.9511 

26.5 - 28.5 rrm 

18.3 ± 0.4 

1.18 £ 0.03 

Old Cold Straights 

NF, SP 

70 era 

0.8509 

23 to 

19.9 £ 0.5 

1,15 £ 0,02 

Old Gold Straights 

NF, 5P 

85 nrn 

1.0268 

23 nn 

24.0 £ 0.4 

1.47 ± 0.03 

Old Cold Filters 

F, HP 

80 erm 

0.9073 

27.0 4 28.5 cm 

16.9 * 0.4 

1.23 £ 0.03 

Old Cold Filters 

F, SP 

85 to 

0.9778 

- 31-0 nrn 

17.2 ± 0.4 

1*10 ± 0.03 

Old Cold 100*a 

F, SP 

100 «n 

1.1645 

32.3 - 36.0 nrn 

21.4 t 0.4 

1.35 £ 0.03 

Pall Mall 

NT# SP 

85 mm 

1.0955 

23 on 

28.1 ± 0*6 

1.72 ± 0*03 

Tall Hall Extra Mild 

r, hp 

80 mm 

i-2111 

32.5 - 33-7 cm 

10.l ± 0*2 

0*68 t 0.02 

Tall Mall Extra Mild 

r, sp 

85 rrm 

1.2368 

33.5 - 35.5 m 

10.3 ± 0.2 

0.70 £ 0.02 

Pall Mall 

F, SP 

100 raft 

1.1886 

33.3 - 33.3 m 

20.2 + 0.4 

1.43 ± 0.04 

Pall H*U 

.F, M, S7 

100 m 

1*1703 

34.3 - 36*3 rn 

16.3 t 0.3 

1,24 £ 0.04 

Parliament 

r p hp 

80 to 

. 0,9812 

31.0 - 35.0 rn 

14.4 ± 0.4 

0.83 £ 0,02 

Parliament 

ft SP 

85 nrn 

1.0359 

32.5 - 36.5 mm 

15.8 ± 0.4 

0.89 ± 0.02 

Parliament 100* a 

P, SP 

100 ma 

1.3175 

37.0 - 39.5 cm j 

17.2 ± 0.3 

1.05 ± 0.02 

Philip Morris 

NF, SP 

70 mu 

0.9862 

23 nffi ; 

20.1 ± 0.4 

1.16 t 0.03 

Philip Morris Conmander 

NF» SP 

85 im 

1.0617 

23 to 1 

25.3 £ 0,7 

1.44 £ 0.04 

Philip Morri* International 

F t HP . 

100 TO 

1.1X07 

34.5 - 35.5 cm 

17.7 ± 0.4 

1*11 t 0.03 

Philip Morris International 

F, M. HP 

100 mm 

1.0574 

34*5 - 35.5 to 

16.3 £ 0.3 

0.98 £ 0.02 

Picayune 

NF, SP 

70 mm 

0.8799 

23 rrm 

20.0 £ 0.5 

1.56 £ 0.05 

Piedmont 

NF, SP 

70 an 

0.9002 

23 to , 

24.6 ± 0.5 

1.64 £ 0.02 

Player* 

NF* KP 

70 an 

1.0814 

23 era | 

31,5 + 0.7 

1.99 ± .0*05 

Hal • i *h 

NF, SP 

85 ora 

1.0682 

23 mm j 

22-4 ± 0.4 

1*36 ± 0.02 

Paleigh 

F, SP 

85 to 

1.0326 

27.5 - 30.0 mn 1 

15.8 ± 0.6 

1.03 ± 0*03 

Raleigh 

F, SP 

100 rttn 

1.1630 

34.7 - 36.7 TO 

16.5 t 0.3 

l.U £ 0.02 

Raleigh Extra Mild 

F, SP 

85 cm 

1.0006 

32.0 - 34.0 TO 

13.5 ± 0.3 

0.64 £ 0.02 

St. Merit* 

F, SP 

100 tt« 

1.1512 

36.0 - 38.0 m ' 

18.0 ± 0*4 

1*22 £ 0*0? 

5t» Moritx 

F, Mi SP 

100 cm 

1.1332 

35.0 - 37.0 rrm 

18.2 ± 0*3 

1.22 ± 0.03 

Safari 

F, SP 

■ 100 TO 

1.1985 

33.7 - 36.3 to 

19*1 £ 0.3 

1.34 £ 0.03 

Sal ca 

F t M, KP 

80 rrm 

0.9678 

25.7 - 27.1 ran 

18.9 ± 0.3 

1.28 ± 0.03 

Salon . 

r» m, sp 

8? to 

1*0121 

27.5 - 28.5 urn 

18.5 t 0,4 

1.28 £ 0-02 

Salem 

F, M, SP 

100 urn 

1.2020 

33.5 - 35.0 nm ; 

18.7 £ 0.3 

1.31 £ 0.02 

Salem Extra 

F, M, SP 

85 mm 

0.9963 

26.5 - 28.5 mm 

17.2 ± 0.2 

1.31 £ 0*02 

Sano 

NF, SP 

70 nva 

1.0414 

23 ran 

17.6 ± 0.3 

0.66 £ 0.02 

Saratoga 

F, HP 

120 to 

1.0847 

37.5 - 38.5 to 

16.5 ± 0.7 

1.03 ± 0.03 

Saratoga 

F, M, KP 

120 m 

1.0766 

37*5 - 39.0 nm 

15,4 ± 1.0 

0.98 * 0.05 

Silva Thins 

r, sp 

100 nxa 

0.9313 

32.2 - 34.7 nm 

17.0 £ 0.4 

1.25 £ 0*02 

Silva Thins 

r, «, sp 

100 mm 

1.0432 

31.7 - 34,0 inn 

16.2 ± 0.5 : 

1*09 t 0*03 

Spring 100*» 

F, M. SP 

100 TTWH 

1.1096 

31.0 - 36.5 ran 

19.7 ± 0.3 

1.08 ± 0.02 

Super H 

r. m, sp 

100 cm 

1.1732 

32*0 ■* 34.0 to 

16,5 £ 0,3 

1-15 £ 0.03 

Taceyton * 

r, sp 

85 ran 

1.0973 

[ 26.7 - 28.0 to 

20.7 1 0.3 

1-38 £ 0-02 

Tareyton 

r, sp 

100 TO 

1.2710 

33.7 - 35.0 cm 

19.9 ± 0.4 

1.40 £ 0.02 

Tempo 

r, sp 

85 mm 

1.0458 

32.5 - 34.7 cm 

10.6 £ 0.3 

0.73 ± 0-02 

Tramp* 

F, SP 

83 ein 

1.0349 

27.5 - 29.0 mm 

16*7 ± 0,4 

1*09 t 0.03 

Tramp* 

F* H, SP 

’ 85 sis 

1.0324 

28.0 - 30.0 mm 

16,4 t 0.4 

1*06 ± 0.02 

True 

r, sp 

85 mm 

0*9748 

32.5 - 34*0 cm 

10.9 £ 0.2 

0*62 ± 0.02 

True 

r, m, sp 

85 run 

0.9795 

32.0 - 33.7 to 

11*2 ± 0*2 

0-64 £ 0*01 

Trua 100*» 

F, SP 

100 cm 

1.1343 

34.0 - 35.3 to 

12*6 ± 0.2 s 

0*74 + 0*01 

True 100* a. _ 

r, m» sp 

100 rm 

1.1579 

34.5 - 37*0 nm 

12.6 £ 0*3 

0.74 £ 0*02 

Tvlit 7 . 

F, L/M, SP 

100 mm 

1.1291 

31.5 - 33.5 to 

17.7 ± 0.3 

1*32 t 0.03 

' Vantage 

F, SP 

85 cm 

1.2143 

32*5 - 33.0 ran 

11.3 + 0.2 

0.73 ± 0.02 

Vantags 

F, H, SP 

85 nrn 

1.1441 

32.5 - 34.0 to 

11.2 £ 0*2 

0.75 £ 0.02 

Viceroy 

F, SP 

85 im 

1.0333 

28.3 - 30,0 to 

15.6 £ 0*3 

1.01 ± 0*03 

Viceroy 

F, SP 

100 era 

1.1588 

33.0 - 37.0 mm 

17.4 i 0,5 

1*15 ± 0.04 

Viceroy Extra Mild 

r, sp 

85 to 

1.0245 

32.5 ** 33.5 to 

13.8 ± 0.3 

0.87 £ 0*02 

Virginia Slims 

F, 5P 

100 itn 

0.9569 

33.5 - 36.5 me 

16.6 £ 0.3 

1-01 £ 0.03 

Virginia Slims 

F. M, SP 

100 nrn 

0.9649 

34.5 - 38*0 cm 

16.5 £ 0.4 

0.99 ± 0.03 

Winston 

F, KP 

80 nm 

0.9724 

25.5 - 27.5 to 

19.6 ± 0.3 

1.31 £ 0.02 

Winston 

F, SP 

85 cm 

1.0061 

27.0 - 28.7 cm 

19.6 £ 0.4 

U30 * 0.02 

Winston 

F, SP 

100 an 

1.1563 

33.3 - 35.5 rm 

18*4 £ 0-3 

1*24 ± 0.02 

Vina ton 

F, K, SP 

100 rm 

1.1834 

33.0 - 34*5 to 

10.8 ± 0.3 

1-31 £ 0.03 

Winston Lights 

F p SP 

85 m 

0.9686 

32_5 - 34.0 to 

13.7 £ 0.2 

0.97 £ 0.01 

tack 

F, HP 

80 on 

0.901B 

26*0 - 27*5 cm 

17,5 £ 0.3 

1.21 ± 0.03 

Zsck 

F, S? 

85 tn» 

0.9489 

27*5 — 29.5 am 

17.6 ± 0.3 

1*26 £ 0.03 


1 F-fLiter; NF-non-fliter; M-menlhol; KP-hard pack; 5P-aoft pack; mra-milllmeter 

2 «ven ft e weight reported In grama 

3 range uaed for butt length because of variance of overwrap 

4 TPN dry (tar) - milligrams total particulate matter Leas nicotine and water 

5 fnllltgram* total alkaloids reported as nicotine 

6 limited availability baaed on reduced inirtpl Lft| from Washington, D. C* and Baltimore, W. 

7 L/tt ■> lemon/menthol 

* tolerance shown is two (2) alandard deviation of the mean 
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T»r* .nd Nicotine Content of One-hundred thirty-five flJ5) 
Varl«tlrt of EopciUc 
(ahown tn increasing order, of ter value*) 


September 1975 


Ntcot tne 
(me/cis) 


Carlton ?0* a 
Carlton 
Carl Lon 
King Sjno 
King Sano 

Iceberg 100' a 
Benson A Hedge* 

Lucky T«n 

Mult ifiIter 
Lucky I00 f * 

Pall Mall Extra Mild 

Pall Hall Extra Htid 

Tempo 

True 

Vantage 

True 

Vantage 

Multifliter 

Kool Mild* 

True 100*a 
True 100* a 

Marlboro Light* 

Marlboro Light* 

Doral 

Raleigh Extra Mild 
Wlnaton Light* 

Viceroy Extra Wild 

Dural 

Alpine 

Miyake 

Pari lament 

Marlboro 

Galaxy 

Marlboro 

Bel alt 

Kent 

Saratoga 

DuMaurler * 

Viceroy 

Raleigh 

Parliament 

Ben*on A Hedge! 

Silva Thins 

Philip Morrl* International 

Pali Mall 

Kent 

Tramp* 

Super M 
Virginia Slim* 

kaieigh 

Kool 

Saratoga 

Virginia Slim* 

Tramp* 

Newport 

Kent 

Old Gold Fillet* 

LAM 

Kool 

Silv* Thin* 

Marlboro 
Salem Extra 
Old Cold Filter* 

Parliament 100'« 

Viceroy 

Belair 

Marlboro 

Kool 


r*g. alM, filter 

king size, filter, menthol 

king size, filter 

king »Ue, filter, menthol 

king size, filter 

too mm, filter, menthol 

rtg. else, filter, (hard pack) 

king alza, filter 

king alee, filler, menthol 
100 trm, filter 

king ilu, filter, (hard pack) 

king size, filter 

king size, filler 

king size, filter 

king aize, filter, menthol 

king ilza, filter, menthol 

king aize, filter 

king size, filter 

king aize, filter, menthol 

100 mn, filter, menthol 

100 mm, filter 

king aize, filter, menthol 

king aize, filter 

king aize, filter, menthol 

king aize, filter 

king »ize, filter 

king aize, filter 

king aize, filter 

king aize, filter, menthol 

king aize, filter 

king aize, filter, (hard pack) 

king aize, filter, menthol 

king aize, filter 

king size, filter, (hard pack) 

king aize, filler, menthol 

king size, filter, (hard pack) 

120 mm, filter, menthol, (hard pack) 

king aize, filter, (hard p»ck) 

king aize, filter 

king size, filter 

king size, filter 

king aize, filter, (hard pack) 

100 mm, filter, menthol 

100 ran, filter, menthol, (hard pack) 

100 mm, filter, menthol 
king aize, filter 

king aize, filter, menthol 
100 ran, filter, menthol 
100 mm, filter, menthol 
100 ran, filter 
king size, filter, menthol 
120 mn, filter, (hard pack) 

100 ran, filter 
king aize, filter 

king aize, filter, menthol (hatd pack) 

100 rim, filter, menthol 

king size, filter, (hard pack) 

king *ize, filter, (hard pack) 

king size, filter, menthol, (hard pack) 

100 mra, filter 

ICO ran, filter 

king aize, filter, menthol 

king aize, filter 

100 ;ir*n, filter 

100 mm, filter 

100 mm, filter, menthol 

100 ra», filter, (herd pack) 

100 ran, filter, menthol 


1 TPM dry (tar) - milligram* total particulate matter lea* nicotine and water 

2 ILmited avail ability baaed on reduced sampling from Washington, D. C* and Baltimore, 


Source: https://www.industrydocuments.ucsf.edu/docs/qlvl0001 




T*r^ «nd Hieotine Content of On«-}iundred thirty-five Cl 35} 
Varieties of Domestic Clgarrttea 
(•hown In increasing order of tar values) 


September 1975 


2*ck 

Benton S Kedgea 100'e 

Newport 

Sano 

tack 

Marlboro 

Marlboro 

Philip Karri* International 
Tvlat 

Bcnion 8 Hedge* ICO* a 
Kent 

St* MoritX 
St, Horlte 
tv* 

Montclair 

Omaia 

L & M 
Winston 
1 lark 

Chraterfletd 

Salem 

Eva 

Satan 

Vina Lon 

Salem 

Kawport 

Camel 

Safari 

Chaatarflaid 
bark 

Chesterfield 

UH 

Winston 

Winston 

Kool 

Spring 100'a 
UH 
home Run* 

Tax ay ton 

Old Cold Straight* 

Picayun* 

Philip Horrla 
P«U Mall 

Ter eyton 

More 

More 

Old Cold 100'■ 

Raleigh. 

Ingli»h Ovala 

Haplaton 

Camel 

Old Cold Straight* 

Domino 
Clitatarf laid 
Piedmont 
Half 8 Half . 

Philip Morrii Comander 
bucky Strike 
Fatima 
[ Pall Mall 
| Chesterfield 
Domino 
Maple ton 
| English Oval* 

Bull Durham 
I Herbert Tsreyton 
I Player* 


kin, «tl«, filter, <Wd f>«ck) 

100 mm, filter, menthol 

king ilia, filter, menthol 

rag* *ize, non-filter 

king ilxe, f 11 ter ' 

king size, filter, (hard pack) 

king alt*, filter 

100 rat, filter, Chard pack) 

100 nan, filter, lemon/menthol 
100 rrrn, filter 
100 rot, filter 

100 urn, filter 
100 tTQ| filter, menthol 
100 n»n, filter, menthol 
king alee, filter, menthol 
king *tza, filter, menthol 
king alia, filter 
. 100 cm, filter 
king size, filter 
king aize, filter 
king elze, filter, menthol 
100 mm, filter 
100 mn, filter, menthol 

100 ntn, filter, menthol 

king »ize, Filter, menthol, Chard pack) 
100 mm, filter, menthol 
king • !**, filter 
100 cm, filter 
** 101 cm, filter 
100 pm, filter 
king size, filter, menthol 
100 m, filter 

king ilze, filter, (hard pack) 

king size, filter 

reg. fixe, non-filter, menthol 

100 im, filter, menthol 

100 mu, filter, menthol 

r«g.*size, non-filter 

100 ntn, filter 

reg. *ize, non-filter 

reg. aize, non-filter 

reg. aize, non-filter 

100 nrn, filter 

king site, filter 

120 m, filter 

120 cm, filter, menthol 

100 am, filter 

king aize, non-filter 

reg. aize, non-filter. Chard pack) 

king aize, filter 

reg. aize, non-filter 

king size, non-filter 

king aize, filter 

reg. *l*e, non-filter 

reg. size, non-fLiter 

king *ire, filter 

king aize, non-filter 

reg. size, non-filter 

king *ize, non-filter 

king *i 2 e, non-filter 

king size, non-filter 

king size, nan-filter 

reg. aize, non-filter 

king aize, non-filter. Chard pack) 

king aize, filter 

king size, non-filter 

reg. size, pen-fliter, Chard pack) 


Tar 

Cmg/clg) 

Nicotine 
Cng^cig) 

18 

1.2 

18 

1*1 

18 

1.2 

18 

0.7 

18 

1.3 

18 

1.1 

ia 

W1 

18 

1.1 

ia 

1*3 

18 

t.t 

18 

1.1 

18 

1*2 

18 

1.2 

18 

1.2 

18 

US 

I« 

1.2 

18 

1.2 

18 

1.2 

18 

1*2 

l? 

1.2 

19 

1.3 

19 

1.2 

19 

1.3 

19 

1*3 

19 

1.3 

19 

1.3 

19 

1.3 

19 

1*3 

19* 

1.3 

19 

1.3 

19 

1.3 

19 

1.3 

20 

1.3 

20 

1*3 

20 

1.2 

20 

l.l 


1 TPM dry (tar) - milligram* total particulate matter lea* nicotine and vater 


PM300C 


Source: https://www.industrydocuments.ucsf.edu/docs/qlvl0001 







Tar* and Nicotine Content of One-hundred thirty-five (135) 
Varieties of Domestic Cigarette* 

(shown in Increasing order of nicotine values) 


September 1975 


BRAND 

TYFE . 

■sum 


? 

Carlton 70'a 

reg. size, filter 

2 

0.2 

King Sana 

king ■ !**, filter, menthol 

7 

0.3 

Carlton 

king tiie, filter, menthol 

I> 

0*3 

King Sana 

king size, filter 

7 

0,3 

Carlton 

king size, filter 

4 

0.3 

Benson £■ Hedge* 

reg« size, filter, (hard pack) 

9 

0.5 

True 

king tiza, filter 

11 

0.6 

Iceberg 1D0 1 * 

100 mm, filter, menthol 

9 

0.6 

Tru* 

king alze, filter, menthol 

11 

0,6 

Lucky Ten 

king aizc, filter 

10 

0.7 

S*no 

reg. size, non-filter 

18 

0.7 

Mult If liter 

king size, filter, menthol 

10 

0*7 

Pell M,U Exit* Mild 

king tize, filter, (hard pack) 

10 

0.7 

Pel 1 Hell' Extra Mild 

king tlze, filter 7 i 

10 

• 0.7 

Vantage 

king tire, filter 

ii 

0.7 

Kool Hildi 

king size, filter, menthol 

13 

0.7 

Tempo 

king size, filter 

11 

0.7 

Truv 100 1 a 

100 ran, filter 

13 

0.7 

Lucky 100'* 

100 tan, filter 

10 

0.7 

True 1D0 1 • 

100 mm, filter, menthol 

13 

0.7 

Marlboro Lights 

king aize, filter, menthol 

13 

0.7 

Ventege 

king *i«, flltet, menthol 

11 

0.7 

Multifilter 

king alze, filter > 

12 

0.8 

Marlboro Light* 

king size, filter 

13 

0.8 

Parliament 

king size, filter, (hard pack) 

14 

0.8 

Raleigh Extra Klld 

king size, filter 

13 

0.8 

Alpine 

king tize, filter, menthol 

14 

o.s 

Viceroy Extra Mild 

king *lze, filter 

14 

0,9 

Marlboro 

king tize, filter, menthol, (hard pack) 

15 

0.9 

Pari lament. 

. king size, filter 

16- 

0.9‘ 

Miyako 

king tize, filter 

14 

0.9 

Marlboro 

king size, filter, menthol 

15 

0.9 

Maple ton 

king size, filter 

Z3 

0.9 

Kent 

king size, filter, (hard pack) 

15 

0.9 

Doral 

king tize, filter, menthol 

13 

1.0 

Ulntton Lights 

king size, filter 

14 

1.0 

Cataxy 

king size, filter 

15 

1.0 

Philip Mjrri* International 

100 mm, filter, menthol, (hard pack) 

16 

L.O 

Saratoga ■* 

120 ran, filter, menthol, (hard pack) 

15 

1*0 

Pont 

king tize, filter 

14 

1.0 

Virginia Slims 

100 pro, filter, menthol 

17 

1.0 

Viceroy 

king size, filter 

. 16 

1.0 

Virginia Slims 

100 cm, filter 

17 

1.0 

Kent 

king alze, filter 

16 

1.0 

Raleigh 

king size, filter 

16 

1*0 j 

DuMaurier 

king tize, filter, (hard pack) 

16 

1.0 

Saratoga 

120 ran, filter, (hard pack) 

17 

1.0 

Marlboro 

king size, filter, (hard pack) 

18 

1.1 

Parliament 100'• 

100 ntn, filter 

17 

1.1 

Eel air 

king tize, filter, menthol 

15 

l.l 

Tramp* 

king size, filter, menthol 

16 

l.t 

Marlboro 

100 rrm, filter 

17 

1.1 

Marlboro 

king tize, filter 

18 

1.1 

Benson i» Hedges l00’ * 

100 tin, filter, menthol 

18 

1.1 

Spring 100's 

100 an, filter, menthol 

20 

l.l 

Benton & Hedges 

king size, filter, (hard peck) 

16 

1.1 

UH 

king size, filter, (bard pack) 

17 

l.l 

Kent 

100 era, filter, menthol 

17 

l.l 

Silva Thin* 

100 cm, filter, menthol 

16 

l.l 

. Tramp* 

king size, filter 

17 

l.l 

Benton & Hedges 100'■ 

100 on, filter 

18 

1.1 • 

Old Cold Filter* 

king tize, filter 

17 

l.l 

Raleigh 

100 ran, filter 

17 

l.l 

Marlboro 

100 mm, filter, (hard pack) 

17 

1.1 

Philip Morri* International 

100 cm, filter* (hard pack) 

18 

l.l 

Newport 

king tize, filter, menthol, (hard peck) 

17 

l.l 

Kent 

100 ran, filter 

18 

1.1 

Viceroy 

1 Q 0 nan, filter 

17 

1.1 

1 TPM dry (tar) - milligram* 

2 limited availability based 

total particulate matter let* nicotine and water 

on reduced *a.-npling from Washington, D. C, and Baltimore, Md. 

i 



F 


PM3000763927 


Source: https://www.industrydocuments.ucsf.edu/docs/qlvl0001 



*nd Nicotine Content of One-hundred thirty-flv* (135) 
Varieties of Domestic Clj*rett«» 

(shown In ingrc«iins order of nicotine vaIuci) 


September 1975 




Super H 
Philip Morris 
L 4 M 
Oasis 

Cheaterf1 eld 

Old Cold Straights 

Eve 

hool 

Lark 

Dt-laLr 

Kool 

Z.ck 

St* Moritz 
St* Moritz 
Newport 

Old Cold filler* 

Eve 

Winston 
Pall Hell 
Si Iv« Thins 
Map)eton 
Domino 
Kool 
kool 
Zack 

Chestcrf leld 
Lark 

Camel 
Salem 
Sal era 
L 6 H 
W in ston 
L 6 M 

Salem Extra 

WinsLon 

Chesterfield 

Montclair 

Salem 

Winston 

Twist 

Newport 

Safari 
Ralelgh 

Old Cold 100*a 

Domino 

Tarty ton 
Tarcyton 
Chesterfield 

Pali Hall 

Philip Morris Commander 
PJ« rfntont 

Old Cold Straights 
Mor* 

Home Run 
More 
PIcayune 
Lucky Strike 
Camel 

En^lIsh Ovals 
Ctivster field 
Fatima 
Pall Hall 
Herbert Tarcyton 
Half Half 
hull Durham 
Players 
English Ovals 


I 

J 1 TPM dry (tar) - milligrams 


TYPE j 

Tar 

(nig/cig) 

Nicotine 

(ms/clg) 

IQQ mm, filter, menthol , 

17 

i.L 

reg. «lic, non-filter 

20 

1.2 

king size, filter 

18 

U2 

king size, filter, menthol 

18 

1*2 

king size, filter 

19 

1*2 

reg» size, non-filter 

20 

1.2 

100 im, filter, menthol 

18 

1.2 

reg, size, non-fLiter, menthol 

20 

1.2 

king size, filter 

18 

1.2 

100 mm, filter, menthol 

17 

1.2 

100 mm, filter, menthol 

17 

1.2 

king size, filter, (herd pack) 

18 

t.2 

100 mm, filter 

18 

1.2 

100 rmi, filter, menthol 

18 

1.2 

king size, filter, menthol 

18 

1.2 

king elxe, flU«rr, third pick) 

17 

1.2 

100 mm, filter 

18 

1.2 

100 nn», filter 

18 

1.2 

100 mm, filter, menthol 

16 

1.2 

100 ram, filter 

17 

1.2 

reg. size, non-filter 

29 

1.3 

kin, lire, filter 

24 

1*3 

king size, filter, menthol 

17 

1*3 

king si**, filter, menthol, (hard pack) 

17 

i.) 

king size, filter 

18 

1.3 

king size, filter, menthol 

L9 

1.3 

100 mm, filter 

19 

1.3 

king size, filter 

19 

1*3 

king elrc, filter, menthol, (herd peek) 

19 

1.3 

king lire, filter, menthol 

19 

1.3 

100 mm, filter, menthol 

20 

1.3 

king six<*, filter 

20 

1.3 

100 mm, filter 

19 

1*3 

king size, filter, menthol 

17 

1.3 

king size, filter, (hard pack) 

20 

1.3 

IOX mm, filter 

19 

3-3 

king size, filter, menthol 

18 

1.3 

100 iwn, filter, menthol 

19 

1.3 

100 cm, filter, menthol 

19 

1.3 

100 run, filter, lemon/menthol 

18 

1.3 

100 m, filter, menthol 

19 

1.3 

100 mm, filter 

19 

1.3 

king size, nort-fllter 

22 

1.3 

100 mm, filter 

21 

i.4 

king size, non-filter 

29 

1.4 

king lire, filter 

21 

1.4 

lQO mm, filter 

20 

L.4 

reg. size, non-filter 

24 

1.4 

100 mm, filter s 

20 

1.4 

king elte, nDn-fllt*r 

25 

1.4 

reg. size, non-filter 

25 

1.4 

king size, non-filter 

24 

1.5 

120 cm, fitter 

21 

1*5 

rcg. size, non-filter 

20 

1.5 

120 mm, filter, menthol 

21 

1*6 

reg. sit*, non-filter 

20 

1.5 

reg. size, non-filter 

27 

1.6 

reg. *Jze, non-filter 

23 

1.6 

reg. size, non-filter, (hard pack) 

22 

1.5 

king size, non-filter 

28 

1.6 

ULng size, non-filter 

28 

1*6 

king sire, non-filter 

28 

1.7 

king size, non-filter 

29 

1.8 

king size, filter 

25 

1.9 

king size, filter 

29 

i 1.9 

reg. size, non-filter 

ji 

2.0 

king size, non-filter 

29 

2.3 


total particulate matter less nicotine and water 


PM3000763928 


Source: https://www.industrydocuments.ucsf.edu/docs/qlvl0001 




Stpunbtr 1975 


Listing of 


"T ar' 


,1 


Values for Piv* (5) Testing Periods 


I'kANJ 

TYFE 

Aug. 1973 

W»r. 1979 

Sept, 1974 

K»r. 1975 

Sept. L57‘ 

f> rl <«.T (b l o wi i) * ^ 

king slic, filter 

19 

* 

* 

* 

* 

As! fa* (blOWT\}*i 

100 in, fi1 let 

19 


n 


* 

A1 p If*t 

king site, filler, menthol 

15 

16 

13 

13 

14 

At [i Inc 

100 nm» filter, rtnihol, (Lard pack) 

* 

15 

14 

16 ! 

* 

b*lair 

king *lie, filter, menthol 

" 15 

15 

16 

15 

15 

£t t a l r 

100 r-m, filter, menthol 

ie 

17 

17 

17 

17 

hvn**on 6 Hedges 

reg* size, filter, (hard pack) 
king size, filter, (hard pack) 

10 

9 

9 

9 

9 

henvori L TLJges 

16 

15 

16 

16 

16 

lunson f» Hedges 100’* 

100 m, fitter 

18 

18 

17 

17 

ia 

tUnson & lUdfe* 100'* 

100 mn, filter, menthol 

18 

18 

17 

17 

ia 

Uu 11 l/urliam 

king size, fliter 

29 

30 

30 

26 

29 


reg. size, non-fiLter* 

25 

23 

25 

25 

23 

Cuni l Filter* 

king kize, filter 

19 

19 

19 

19 

19 

Ctrl Lon ?0's 

rrg. size, filler 

2 

i 

2 

2 

l 

ton 

king size, filter 

u 

4 

4 

4 


Cui 1 ton 

king size, filler, t.enthol 

3 

3 

4 

4 


Clu S Li t f i cl tl 

reg. size, non-filcer 

26 

25 

24 

24 

24 


king size, non-filter 

28 

29 

29 

29 



kIng size, filter 

19 

19 

19 

18 

Vt 

Chesterf t eld 

king sin, fllur, rsenthol 

19 

18 

18 

19 

19 


101 czn, filter 

19 

19 

20 

20 

19 

tom i no 

king size, non-fliter 

29 

26 

27 

26 

29 

0* in.lno 

king size, filter 

21 

21 

20 

23 

24 

Horst 

king size, filter 

16 

14 

14 

15 

14 


king size, filler, menthol 

14 

14 

14 

13 

13 

HuMaurli-r 

king size, filter, (hard pack) 

16 

16 

16 

IS 

15 

Edgeworth Export 

king size, filter, (hard pack) 

19 

22 

22 

* 

* 

1 djiuortli Lxport 

100 mm, filter 

19 

20 

21 



\ l>£ i i til Uval J, 

reg. size, non-filter, (hard pack) 

23 

23 

22 

22 

22 

L«gl \ sh Ovala 

king size, non-filter, (hard pack) 

28 

29 

28 

29 

29 

Lve 

100 iw, filter 

ia 

18 

18 

19 

19 

Lv« 

100 nr., filr.r, rrenthol 

15 

17 

17 

19 

IS 

VAt i^a 

king *iz«, non-filter 

31 

28 

28 

28 

28 


king size, filter, menthol 

9 

11 1 

9 


* 

galaxy 

king aize, filter 

16 

16 

15 

15 

15 

lal f 4 Half 

king size, filter 

26 

25 

25 

25 

25 

Herbert Jartyton 

king size, non-filter 

31 

30 

30 

29 

29 

Me Hun 

reg. size, non-filter 

21 

19 

20 

21 

20 

lcebvt& 10 

king size, filter, menthol 

9 

9 

9 

★ 

* 

Ltcbvrg l00*s 

100 nzri, filter, menthol 



8 

9 

9 


king size, filter, (hard pack) 

16 

15 

15 

15 

15 

Lent 

king size, filter 

16 

16 

16 

16 

16 


100 rm, filter 

19 

18 

18 

19 

13 

Kent 

1Q0 mm, filter, menthol 

18 

18 

18 

18 

17 

K ing Sino 

king size, filter 

6 

6 

7 

8 

7 

klngS ano 

king size, fiLter, menthol 

7 

7 

7 

i 


Kool 

reg. tire, non-filter, menthol 

21 

20 

21 

19 

20 


king size, filtur, menthol, (hard pack) 

* 

★ 

* 

16 

17 

K-ooL 

king size, filter, menthol 

16 

17 

17 

16 

17 

k»ol ttHd* 

king size, filter, menthol 

13 

13 

14 

13 

13 


100 nr., filter, rtenchol 

17 

17 

17 

17 

W 

L c. M 

king size, filter, (hard pack) 

i 1? 

18 

17 

18 

17 

L 6 >1 

king size, filter 

19 

19 

18 

18 

18 

1 t « 

100 nm, f liter 

19 

19 

20 

20 

19 

UK 

100 mm, Filter, menthol 

19 

19 

19 

19 

20 


king slit, filter 

17 

17 

17 

Lb 

18 


10U m, filter 

18 

1 19 

19 

19 

19 

Lire 

100 m, f liter 

10 

12 

12 

* 

* 

Lut ns Strike 

reg. size, non-filter 

29 

28 

27 

27 

- • 

l uiAv Fi Iters 

100 mm, fllt« 

22 

23 

21* 

* 

* 


king :ilter 

9 

9 

10 

9 

10 

Lucky Ten 

100 mm, filter 

’* 

10 

* 


* 

lucky 11)0** 

100 mn, f i Iter 

Sr 

* 

10 

10 

10 


king stZv, l l 1ter 

* 


17 

* 

« 

SAp1v ton 

peg. size, non-filter 

ZB 

*- 

30 

30 

27 


king *ite, filter 

24 

23 

23 

24 

23 


king size, filter, (hard pack) 

18 

17 

17 

17 

lo 

t\«r t boro 

king size, tiller, menthol, (hard pack) 

* 

*■ 

★ 

13 

15 


king uif, filter 

16 

IS 

lb 

17 

io 

Mul!<,*n> 

king site, filter, menthol 

14 

14 

13 

14 

1? 

>i«rll or*. 

UK1 czn, filter, (hard pack) 

16 

17 

lb 

L7 

i / 


100 mn, filter 

18 

18 

17 

IH 

17 

’..|( ! Oil? >1 L l >'t■ t k- 

king size. filter 

14 

13 

12 

12 

13 

S.u 1 Loro J ight s 

king siyc, filter, r.enthol 

* 

* 


* 

13 


rvfi* ► izv, non-filter 

* 


18 

* 

* 


reg. size, filter 

3 

* 

★ 

* 

Hf 

'Iji Vi U 

kms situ, hou-flUcr 

25 

24 

30 

25 

★ 

Mor\ els 

king (liter 

5 

6 

5 

b 

.* 

1 y 

king Fizu, iHtif, r.enthol 

5 

4 

4 

** 

w 

M« v.,k„ 

king > t zo, i l! tt r 

* 

★ 

* 

15 

14 

N, i»...iii 

I0i» fits. 1 tl Lei, menthol 

14 

* 

* 

* 

★ 

Si itU'Lni 

■' i*r n-<t i k .'at it-tivs 

*1 In.l I e .it t'fc cn|»»r Jl 

i 1* N ,11 V t * 1 - nl 

king size, filtvr, r.cRthul 

not available doting market var.pllng 
puper 

l ! i ju aiuy total part i cu l alt* r,;dtt«r lest nicotine an< 

ia 

water 

19 

19 

19 

!?• 


PM3000763929 


Source: https://www.industrydocuments.ucsf.edu/docs/qlvl0001 


September 19 75 


V 


List Ing 


Value* for Five (5) Testing Period* 


TYPE 


Aug, 1973 


Kor e 

More 

Hu!tifliter 

Hiillj f lli«f 

htwport 

Ne-yprt 

Newport 

Oa«l« 

Old Cold Straight* 

Old <rold Straight* 

Old Cold Filter* 

Old Cold Filter* 

Old Cold 100'* 

Pi* 11 Kali 

Pat! Hall Utra Mild 

Pall hall Extra Mild 
Pal 1 Mall 
Pall Hail 
Pari lament 
Fart lanent 
Parliament LOO 1 * 

Par 11ament 
Parliament 
Peter 5tuyvesant 
Peter Stuyvevant 
Phil Ip Ms>rri* 

Philip Hocrl* Colander 
Philip Horrl* International 
Philip Motri* International 
Picayune 

Pledmont 
Players 
Hal* Igh 
Raleigh 
Raleigh 

Raleigh Extra Hild 

Bedford 

St. Moritz 

St. Moritl 

Safari 

S *1 eta 

Sal era 

Sal era 

Salem Extra 

Sgnp 

Sano 

Saratoga 
Saratoga 
Silva Thlna 
Si)v> Thins 
Sprins 100'» 

Stratford 

Stratford 

Super M 

Tareyton 

Tarcyton 

Tempo 

Tramp* 

T ramp* 

True 

True 

True 

True 

Twist 

Vantage 

Vantage 

Viceroy 

Viceroy 

Vi%.troy E*ir» mid 

Virginia Slim* 

Vir^im* Si im* 

Vogue (bind) 

Vogue (color*) 

Wine heater 
Wun.hi.stcr 

Winatoh 

Winston 

Winston 

winaton 

Wm*ton Lights 

Zdvk 

Za^W 


(hard pack) 


(hard pack) 


120 nm, filter 
120 nn, filter, meftthol 
king size, filter 
king sizei filter, aenthoL 
king size, filter, menthol 
king *iie, filter, menthol 
1O0 irui, filter, menthol 
king iUt, filter, menthol 
reg, *ize, non-filter 

king sire, non-filter 
king size, filter, (hard pack) 
kina «!**> filter 
100 nm, filter 
king size, non-filter 
king *t*e, filter, (hard pack) 
king size, filter 
100 nm, filter 
100 n», filter, menthol 
king aiac, filter, (hard p*ek> 
king *lze, filter 

100 rrm, filteT 
king size, charcoal filter, (hard pack) 
king *ize, charcoal filter 
king size, filter 

100 im, filter 
reg. size, non-filter 
king size, non-filter 
100 m, filter, (hard pack) 

100 MU, filter, menthol, Chard peek) 
reg. size, non-filter 
reg. *lre, non-filter 
reg. alze, non-filter, 
king slit, non-filter 
king size, filter 
100 trai, filter 
king size, filter 
king size, filter 
100 no, filter * 

100 cm, filter, menthol 
100 nm, filter 

king size, filter, menthol, (hard pack) j 

king size, filter, menthol 
100 rrtu, filter, menthol 
king eize, filter, menthol 
reg. alze, non-filter 
reg. size, filter 
120 nro, filter, (hard pack) 

120 nm, filter, menthol, (hard pack) 

100 mm, filter 
100 nta, filter, menthol 

100 cm, filter, menthol 
king size, non-filter 
king *1 zq, filter 
100 mm, filter, menthol 
king alze, filter 
100 rrm, filter 

king size, filter 
king size* filter 

king size, filter, menthol 
king size, filter 
king size, filter, menthol 
100 nn, filter 
100 nn, filter, menthol 
100 mi, filter, lerrcon/menthol 
king size, filter 
king size, filter, menthol 
king *iic, filter 
100 mm, filter 
king size, filter 
100 mm, filter 
100 mu, filter, menthol 
king sWv, filter. Chard pack) 
king Size, (filter, (hard pack) 
king aize, filter 
king size, filter, menthol 

king *ize, filter, (hard pack) 
king aize, filter 

100 mm, filter 
10D mm, filter, menthol 
king size, filter 
king size, filter, (hard pack) 
kLog flic* filter 


* 

14 
12 
19 
18 
22 
19 
21 
26 
■*r 

19 
22 
29 

9 

10 

20 
L7 

15 

15 
17 

16 
15 
20 
19 
23 
29 


20 

25 

32 

25 

16 

18 

+ 

* 

20 

20 


19 

19 


16 

4 


16 

16 

20 

33 

20 

* 

21 

21 

13 


V2 

11 


10 

11 

15 

17 

* 

17 

17 

30 

22 


20 

20 

20 

20 


Mar. 1974 

Sept. 1974 

Mar. 1975 

ent. 1*75 

* 

* 

17 

21 

* 

★ 

18 

21 

13 

12 

12 

12 

12 

12 

10 

ID 

IS 

ia 

17 

17 

17 

18 

17 

18 - 

21 

20 

21 

19 

19 

10 

18 

18 

20 ' 

21 

20 

20 

24 

24 

24 

24 

* 

* 

17 

17 

17 

18 

18 

17 

22 

21 

23 

21 

26 

27 

27 

28 

10 

10 

9 

10 

10 

10 

10 

10 

21 

19 

20 

20 

17 

17 

17 

16 

15 

14 » 

14 

14 

15 

14 

15 

16 

18 

L7 

17 

17 

16 

* 

* 

* 

16 

* 

* 

* 

19 

20 

* 

* 

20 

22 

* 

* 

22 

22 

20 

20 

27 

26 

25 

25 

* 

* 

17 

18 

* 

*- 

17 

16 

20 

20 

20 

20 

25 

24 

25 

25 

31 

31 

31 

31 

24 

24 

24 

22 

16 

15 

16 

16 

17 

17 

17 

17 

13 

14 

K 

13 

17 

* 

* 

* 

19 

19 

17 

18 

18 

20 

18 

18 

* 

20 

19 

19 

* 

★ 

19 

19 

10 

18 

19 

15 

.20 

19 

19 

19 

Sr 

* 

L8 

17 

16 

u 

22 

is 

* 

* 

* 

* 

* 

Sr 

* 

17 

* 

-*■ 

* 

15 

17 

16 

17 

17 

16 

l6 

16 

16 

20 

19 

21 

20 

A 

* 

« 

* 

* 

a 

* 

*■ 

* 

* 

17 

17 

21 

20 

20 

21 

21 

19 

19 

20 

12 

LI 

n 

11 

* 

* 

18 

17 

* 


16 

16 

U 

11 

11 

11 

12 

12 

12 

u 

* 

* 

13 

13 

* 

* 

13 

13 

17 

17 

17 

18 

n 

11 

12 

U 

n 

li 

; 11 

li 

16 

16 

16 

16 

17 

17 

17 

17 

13 

15 

14 

14 

16 

16 

17 

17 

17 

15 

17 

17 

31 

30 

* 

* 

22 

22 

* 

n 

♦ 

•* 

19 

* 

a 

| * 

17 

* 

20 

20 

10 

20 

19 

19 

20 

20 . 

19 

19 

19 

18 

20 

19 

19 

19 

*■ 

* 

14 

14 

* 

* 

* 

18 

* 

* 

* 

18 


U,*ru>t» k varieties not available during market sampling 

TPH dryCur) - milligrams total particulate matter iesa nicotine and water 


PM3000763930 


Source: https://www.industrydocuments.ucsf.edu/docs/qlvl0001 


Listing of Nicotine Value* for Five (?) Testing Period* 

September 1975 



TYPE 

Aur- 1973 

Mar. 1974 

Sept. 1974 

Mar. 1975 

5*nt. 1975 

A*l.«n (br«*wn)*l 

king size, filter 

1.4 

* 

* 

* 

* i 


100 m, filter 

1.5 


A 

e 

* 


king size, filter* menthol 

1.0 

0.9 

0.9 

0.8 

0.9 

Alpine 

100 rm, filter, menthol, (hard pack) 

* 

0.9 

0.9 

0.9 

* 

l»ol jlr 

kin® size, filter, menthol 

1.2 

1.1 

1.1 

uo 



100 mm, filter, menthol 

1.4 

1.2 

1.2 

1.2 

1*2 

hvnfion {. Hedges 

rcg. size, filteri (hard pack) 

0.7 

0.6 

0.6 

0.5 

0.5 

1.1 

i'vnson 4 H«i!g's 

kin® size, filter, (hard pack) 

1.2 

l.l 

l.l 

L.l 

Hrnxnik l» Hedges 100* ft 

100 era, filter 

1.3 

1.2 

1.1 

1.1 

t.l 

tin, ton 6 Hedge* 100’ a 

100 vn, filter, menthol 

1.3 

1.2 

1.1 

i.i 

Hull bur Lam 

kin® size, filter 

2.0 

2.0 

2.0 

1.8 



re®. «lze, non-filter 

1.6 

1.5 

1.6 

1.6 

1.3 

Camel Filter* 

kin® size, filter 

1.3 

1.3 

1.3 

1.3 

C«rlIon 70** 

re®. size, filter 

0,2 

0.1 

0.2 

0.J 

0*2 

Car1 ton 

king size, filter 

0.4 

0.3 

0.3 

0.3 

0. 3 

0.3 

Carlton 

kin® size, filter, menthol 

0.3 

0.3 

0.3 

0.3 

Chesterfield 

re®. size, non-filter 

1.6 

1.5 

1.5 

1.4 

1.4 

Chester field 

kin® size, non-filter 

1.8 

1.8 

1.8 

1.7 


riif«t*rfl*ld 

kin® size, f iiter 

1.4 

1.4 

1.3 

1.2 

1*2 

Chesterfield 

king size, filter, menthol 

1.3 

1.3 

1-2 

1.2 


Chesterfield 

101 nro, filter 

1.5 

i.4 

1.4 

1.3 


Domino 

king size, non-filter 

1.6 

1.3 

1.3 

1.3 

1.4 


king size, filter 

1.3 

1.2 

1.2 

1.2 

1.3 


kin® size, f11 ter 

1.1 

1.0 

1.0 

1.0 


Dora! 

king size, filter, menthol 

t,i 

1.0 

1.0 

0.9 

1.0 

PuMavir icr 

kin® size, filter, (hard pack) 

1.2 

t.l 

1.1 

1.0 

1.0 

Edgeworth Export 

kin® size, filter, (hard pack) 

1.4 

1.7 

1.6 

* 

* 

tdgi-uonh Export 

100 mm, filter 

1.4 

1.4 

1.4 

it 

it 

English Ov*l« 

r*j. «l2e, non-filt*r, third pick) 

1.7 

1.7 

1.5 

1.5 


Engl 1>h Oval* 

Ev* 

king size, non-filter, (hard pack) 

100 mra, filter 

7.1 

1.4 

2.1 

1.3- 

2.1 

1.3 

2.2 

1.3 

2.3 

1.2 

Eve 

100 mm, filter, menthol 

1.3 

1.2 

L.2 

1.2 

1.2 


kin® non-filter 

1.9 

1.8 

1.7 

L.6 

1.6 

F r appe 

king size, filter, menthol 

0.3 

0.5 

0.3 

* 

* 

Cal.xy 

king size, filter 

1,3 

1.2 

1.1 

1.0 

1.0 

1.9 

1.8 

Half L Half 

kin® size, filter 

1.8 

1.8 

1.6 

1.8 

Herbert Tareyton 

king size, non-filter 

1.8 

l.fi 

1.9 

1.8 


re®, size, non-filter 

1.6 

1.6 

1.5 

1.6 


lo-bM* 10 

king size, filter, mehthol 

0.6 

0.6 

0.6 

* 

* 

Iceberg 100*» 

100 mu, filter, menthol 

* 

* 

0.6 

0.6 


Kent 

kin® size, filter, (hard pack) 

1.0 

0.9 

0.9 

0.9 



king size, filter 

1.0 

1.0 

1.0 

1.0 



100 tm, filter 

1.2 

1.2 

1.2 

1-2 

1.1 


100 urn, filter, menthol 

1.3 

1.2 

1.2 

1.2 

1.1 


kin® size, filter 

0.3 

0.3 

0.3 

0.3 


Kinj S^o 

kin® size, filter, menthol 

0.3 

0.3 

0.3 

0.3 

0.3 

Knot 

re®, size, non-filter, menthol 

1.4 

1.2 

1.3 

1.2 

1.2 

KooL 

kin® size, filter, menthol, (hard pack) 

* 

* 

* 

1.2 

1.3 

Kool 

king size, filter, menthol 

1.3 

1.3 

1.3 

[ 1.2 

1.3 

Kool mid* 

kin, «iie, filler, icenthol 

1.0 

0.9 

0.9 

0.8 

0.7 


100 rtn, filter, menthol 

1.3 

1.2 

1.3 

1.2 

1.2 

L & » 

kin® size, filter, (hsrd p*cl£ 

1.3 

1.3 

1.2 

1.2 

l.l 

L e. m 

king size, filter 

1.4 

U3 

1.2 

1.2 

1.2 

L & H 

100 stn, filter 

1.5 

! 1,4 

1.4 

1.4 

1.3 

L 6 H 

100 rm, filter, menthol 

1.4 

1.3 

1.3 

1.3 

1.3 

Lark 

king size, filter 

1.2 

1.2 

1.2 

1.2 

1-2 

Lark 

100 mm, filter 

1.3 

1.3 

1.3 

1.3 

1.3 

Life 

100 wn, filter 

0.6 

0.6 

0*6 

* 

* 

tueky Strike 

re®, alze, non*flltcr 

1.8 . 

1.7 

1.7 

1.6 

1.6 

Lucky Filter* 

100 mu, filter 

1.6 

1.7 

1.6 

* 

* 

Lucky Ten 

king size, filter 

0.6 

0.7 

0.7 


0.7 

Lucky Ten 

100 nm, filter 


0.8 



* 

Lucky 100** 

100 nm, filter 

* 


o.e 

0.7 

0.7 


kin® size, filter 


* 

1.2 

* 


Mapleton 

EC£» size, non-filter t 

1.2 

* 

1.3 

1.2 

1»3 


kin® size, filter 

1.3 

1.3 

1.2 

1.2 

0.9 


kin® size, filter* (hard pack) 

1-2 

l.l 

L.l 

l.l 

1.1 

. Marlboro 

kin® size, filter, menthol, (hard pack) 

* 


* 

0.8 

0*9 


king size, filter 

1.2 

1.2 

L.l 

1.1 

1.1 


king size, filter, menthol 

1.0 

0.9 

0.9 

0.8 



100 mm* filter, (hard pack) 

1.3 

l»Z 

L.l 

l.l 

1-1 


100 mm. filter 

1.3 

1.2 

1.1 

l.l 

1.1 

N.irihnru Light* 

king size, filter 

i.O 

0.9 

0.9 

0.8 

o.d 

Marlboro Light* 

king itie, ftiter, menthol 



* 

* 


Marvel % 

rcg. alze, non-Li Iter 



0.6 




rcg. sizu, filter 

0.2 






king size, non-filter 

1.0 

0.9 

l.l 

0.9 



king size, filter 

0.3 

0.2 

0.2 

0.2 



king size, filter, menthol 

0.2 

0.2 

0.2 

0.2 

* 

Miyuko 

king size, filter 

* 

* 

a 

0.9 

0.9 


100 mm, filter, menthol 

i.4 




* 

Monte lair 

kin® size, fitter, menthol 

1.3 

1.4 

1.5 

t.4 

1.3 

* Denote# varieties 

not available during market Sampling 






*2 Indicate*# color of 

cigarette paper 

- 






PM3000763931 
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Listing of Nicotine Value* for Fiv* (5) Testing ieriod* 


Scpterber 1975 


RhAND 

TYPE 

Aur. 1973 

Mir. 1474 

Seri. 1474 

Mxr. 1974 

.._rw3_ 


120 m, filter 

* 

* 

* 

1.4 

1.5 

More 

120 ram, filter, menthol 

* 

* 

* 

1.5 

1.6 

Multlf Liter 

king *lz«, f11 ter 

1.0 

0.9 

0.9 

o.a 

0.6 

0*7 

1.1 

Mu M. M l ltCI 

king size, filter, menthol 

0.9 

0.9 

0,8 

0-7 

Newport 

king size, filler, menthol, (hard pack) 

1.3 

U2 

1.2 

1*2 

Newport 

king size, Miter, menthol 

1.3 

1.2 

1-2 

1.2 


Newport 

100 mm, filter, menthol 

1 .6 

1.5 

1.5 

1*5 

‘ 1.2 

1*2 

US 

t*tf ■ l* 

king ilic, filter, menthol 

1.3 

1.3 

1.3 

1.2 

Old Cold Straight.* 

reg. size, non-filter 

1.3 

1.3 

1.2 

1.2 

Old r-old Sttxlfchli 

king size, non-filter 

1.6 

1.5 

1*5 

1 *5 

Old Cold Filter* 

King size, filter, Chard pack) 


* 

* 

1.2 

Ul 

0]d Cold Filter* 

king size, filter 

1.2 

1.1 

Ul 

i.i 

Old Cold 100** 

100 ram, filter 

1.5 

1.4 1 

1 .4 

1.4 

1.7 

Pull N*ll. 

king *ixe, non-filter 

1.9 

1.8 

1.7 

1.7 

Pal 1 Mall Lxtra Mild 

king size, filter, (hard pack) 

0.6 

0.7 

0.7 

0.6 

0.7 

Pall Kail Extra Mild 

king size, filter 

0.7 

0.7 

0,7 

0.7 

P-11 Mall 

100 nm, filter 

1.4 

1.5 

1.4 

1.4 


P*li Mail 

100 mm, filter, menthol 

1.3 

1.3 

1.3 ; 

1.3 

1.2 

P„r 1 Lament 

king size, filter, (hard pack) 

1.0 

0.9 

0.9 

0*8 

0.B 

Par 1 la.';iint 

king size, filter 

1.0 

C.9 

0.6 ■ 

0.8 


Fail lament 100'» 

100 trm, fitter 

1.2 

1.2 

Ul 

1.0 

Ul 

F’*rl i **<rnt 

king size, charcoal filter, (hard pack) 

1.0 

1.0 

* 

* 


Pari lament 

king size, charcoal filter 

1.0 

1.0 

* 

* 


Peter 5tuyvc*ant 

king *lz«, filter 

1.4 

1.4 

1.4 

* 

* 

Peter Stuyvesant 

1QG ittn, fl! ter 

1.4 

1*4 

1*5 



Philip Morris 

reg. size, non-filter 

1.4 

1.4 

1.3 



Philip Morris Commander 

king size, non-filter 

1.8 

1.7 

1.6 

1*5 

Ul 

1.0 

Philip Morris International 

LOO ram, filter, (hard pack) 

* 

* 

* 

i.i 

Phtllp Morfl* International 

100 ran, filter, menthol, (hard pack) 

* 


* 

1.0 

Picayune 

reg. sire, non-filter 

1.6 

1*6 

1.6 

l ‘v 

1.6 

PiediJont 

reg. size, non-filter 

1.5 

1.5 

1.5 

1*5 


Player* 

reg, size, non-filter, (hard pack) 

2.2 

2.2 

2.1 

2.1 

1.3 

Raleigh 

king size, non-filter 

1.6 

1.5 

1*5 

1.4 

R*1eigh 

king size, filter 

1.2 

i.i 

1.0 

1.0 

L.O 

l.l 

Raleigh 

100 nm, filter 

1.3 

1.1 

i.i 

1*2 

Raleigh Extra Mild 

king else, filter 

* 

0.9 

0.9 

0.9 


ftedford 

king size* filter 

* 

1.3 

* 

■*r 

1-2 

St. Moritz 

100 mm, filter 

1.4 

1.3 

1.2 


! St. Moritz 

100 mro, filter, menthol 

1.3 

i.i 

1.3 

1.2 

1*2 

Safari 

100 urn, filter 

* 

* 

1*4 

1.4 

1-3 

Salem 

king size, filter, menthol, (hard pack) 

* 

-a 

* 

1.3 

Sal era 

king size, filter, menthol 

1.3 

1.3 

1.2 

1.3 


Salem 

100 nm, filter, raenthol* 

1.4 

1.4 

1.3 

1.3 

1-3 

S*lem Eatra 

king size, filter, menthol 

* 

* 

* 

1-3 

1.3 

0-7 

Sano 

reg. *lre, non-filter 

0.6 

■ 0.5 

0.5 

0.8 


reg. size, filter 

0.2 

* 

* 

* 

it 

Saratoga 

120 mm, filter, (hard psek) 

* 

■* 

*■ 

* 


Saratoga 

120 ran, filter, menthol, (hard pack) 

* 

* 

* 

★ 


Silva Thin* 

100 ran, filter 

1.2 

1.2 

1.2 

1.2 

U2 

Silvs Thins 

100 ran, fitter, menthol 

1*2 

1.2 

1.1 

1.1 

Ul 

Spring I00*s 

100 rrm, filter, menthol 

1.2 

1.2 

l.l 

1.2 

Ul 

Stratford 

king size, non-filter 

1.4 

* 

Hr 

* 

it 

Stratford 

king size, filter 

0.9 


* 

* 

w 

Super H 

100 raa, filter, menthol 

* 

Hr 

* 

1.2 

Ul 

Tareyton 

king «lze, filter 

1.4 

1.4 

1.3 

1.3 

1.4 

Tatcyton 

100 mm, filter 

1.5 

1.5 

1.4 

1.3 

1-4 

Tempo 

king *tze\ filter 

0.9 

0.9 

0*8 

0.8 

0-7 

Tramp* 

king size, filter 

*■ 



1.1 

Ul 

Tramp* 

king size, filter, menthol 

* 

* 


0-9 

Ul 


king size, filter 

0.7 

o.7 

0.7 * 

0-6 

0.6 

Trot 

king size, filter, menthol 

0.7 

0.7 

0.7 

0.7 

0.6 


100 mm, filter 

- * 

* 

* 

0.7 

0.7 


100 mm, filter, menthol 

* 

Hr 

* 

0.8 

0-7 

Twist 

100 bin, filter, lenwn/menthol 

* 

1.3 

1*3 

1.2 

1-3 

Vantage 

king size, filter 

0.8 

O.fi 

0.7 

0.8 

0.7 

Vantage 

king size, filter, menthol 

0.9 

0.9 

0.8 

0.8 

0.7 

Viceroy 

king size, filter 

1.1 

1.1 

l.l 

1.0 

i.O 

Viceroy 

100 jrm, filter 

1.2 

1.2 

Ul 

L.l 

i.i 

Viceroy Extra Mild 

king alt*, filler 

a 

• 0.8 

L.O 

0.9 

0-9 

Virginia Slim* 

100 ran, filter 

1.2 

i 1,1 

1 l *° 

1.0 

L.O 

Virginia 31ima 

100 tm, filter, menthol 

1.2 

1.1 

1.0 

i.i 

UO 

Vo guv Cbl-ck) 

king iiie, filter, (hard pack) 

1.2 

1.3 

l.l 

a 

* 

Vogue (colors) 

king size, filter, (hard pack) 

0.9 

0.9 

0.8 

* 

* 1 

Winchester 

king size, filter 

* 

* 


1.3 

* 

VlnchekLcr 

king size, filter* menthol 

* 

* 

* 

1.2 

A 

WlncCon 

king (Lze, filter, (hard pack) 

1.4 

1.3 

U 

1,3 

L.3 

Winston 

kin* »l:», filter 

1.3 

1.3 

L.3 

1.4 

U3 

Wi niton 

100 mm, filter 

1.3 

1.3 

1.3 

L.3 

1*2 

Winston 

100 mm, filter, menthol 

1.4 

1.4 

1.3 

1.4 

1.3 

Winston Lights 

king *l*e, filter 

* 

* 

it 

uo 

UO 

Zac a 

king state, filter, (hard pack) 

* 



* 

1.3 

Zack 

* Ik’tuUri varieties not avail 

king size, filter 

able during market a-impling 

* 



■* 

1.3 


PM3000763932 
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